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Chief, Procurement Division,, COL 

AT Wt Contract Actednistr alien Branch 

Chief, Engineering Staff, 00 

Contract Termination RD-128, Task Order 3 
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1 - — Onrt i M* fr . h* t erms of Contract HD-120, Task Order 3, 


has provided engineering and shop sendees 
on a service contract buds. All items of -work contracted for 
under Task Order 3 have been received, inspected, end are 
considered acceptable. 

2. Since the contract terras concerning deliverable items 
have been successfully fulfilled, it is requested that appropriate 
action be taken to terminate tills task. 
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